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UNCLASSIFIED 

PAGE 01 NIAMEY 03387 270903Z 

12 

ACTION FBOE-OO 

INFO OCT-01 AF-06 ISO-OO A-01 /008 W 

096501 

P R 270824Z AUG 75 
FM AMEMBASSY NIAMEY 
TO SECSTATE WASHDC PRIORITY 1572 
INFO AMEMBASSY LAGOS 
AMEMBASSY MOGADISCIO 

UNCLAS NIAMEY 3387 

LAGOS FOR WACASC 

E.O. 11652: N/A 
TAGS: ABLD, AFSP. NG 

SUBJECT: ROOF REPLACEMENT, OB PROPERTY 01559A 
REF: STATE 202224 

1. WE RECOMMEND HOLDING OFF ON ROOF REPLACEMENT FOR PRESENT. THERE 
NOW SEEMS STRONG POSSIBILITY A/C ROOF INSTALLATION MAY BE SOURCE OF 
OUR PROBLEM. WATER GENERATED BY CONDENSATION IS NOW BEING DRAINED 
OFF BY RUBBER HOSE. PREVIOUSLY THERE WAS NO DRAIN PIPING FOR A/C 
CONDENSATE. SINCE JULY MANY HEAVY RAINS HAVE FALLEN INCLUDING 
2-HOUR DOWNPOUR SIAD TO BE HEAVIEST IN RECENT YEARS. BUT NO 

LEAKS HAVE BEEN OBSERVED. 

2. ABOVE LEADS US TO QUESTION NECESSITY OF MAJOR ROOF RECON- 
STRUCTION. IN VIEW OF AIRLIFT COST- WHICH IS CLOSE TO ENTIRE COST 
OF NEW ROOF DON BY LOCAL CONTRACTOR, AND LACK OF RECENT LEAKS, 

FBO MAY WISH TO SEND ROOF EXPERT TO LOOK 

AT ROOF BEFORE PROCEEDING FURTHER.HECK 
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